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a ; SUPPLEMENT 


Le The Technical Comrisston ef the Soviet Ministry for Miu civine 
Construction (NKTM), at Kadelbergweg 6 in Beriin- ‘Ba unschalenweg , 
is concerned with the development of gas turbines, gas Locomo- se 
hives, pas power clant installations, and gas ship prepel Tae 

2, The Berlin controlling office is managed by Colon 


divistonal chief-fer the peace oie end in an ti 
sclentist and speclalist on turbin propellants. 


3. | Subsidiary offices ares 


Euresu No. 2, located in the Sehwarzk< opf Locomotive Fac 
Wirtdau (V62). This office, formerly designated as Bumee 
and previously located ir Mittweida, ts directed by it, 
Shinov, an ane sneer: The German executive 25 “faz° Bas 86 
The factory has been completely disrantlied, but two oe a Were 
put at the Bureau's dispcesal. Wost of the work cent or the 
assembly of ae constructed elsewhere, , 


Bureau No. 3, located in the Brickner & Kanis plant in CUresden, A | 
-is S headed by "Ma 3 jor Schite, chief of power Station construction : 


in Moscow, The” German executive is Professor eae. formerly of 


the Technische Hochschule in Berlin. He is as iSted, on com- = 
bustion chamber and turbine research, by Ing. Mioius and two ees 
constructors, Bachmann and Schmidtdorff, This office is undar= Ne 
staffed and the work is hampered by lack of plahs, ALL the. aA 
firm's plans were carried «ff-by Director Kanis, whe ee peared Oe 
: (2226 nebireperted) together . ith sixteca of the pose So ces ee 
specialists. s has heen reported to be in Hamburg and may oo 
now be aith Blohm & Voss. : , So 
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The vresent work of NKTM centers around the development and 
constriction, for testing purposes, of a gas turbine of 3,000 

HP cavacity tor locomotives. A stretch of railroad near Dresden 
is being equipned with narrow gauge raiis for the ultimate — 


testing. 


The following Mants are assisting NKTM res search activitie 


Siemens & Halske , Berlin: Ing. Schréder is "referent" for 
locomotive equipment. ” 


Siemens & “Schur os sBerlin:’ Providing electrical eguipment. 
Personnel eeraetned "inelude Directcr Meyer, cnief of. the erectric 
loco; otive departments; Dr. Baumann, "referent" ; Ing. Sehrbder ; 
Ing. Ulrich. 


Askania-“erke, AG. Berlin-Friedenau: Personnel concer ad are 
Director winsch; Ing. Kmoch, chief of the automatic control 
section; Ing. Gehike, in etre of assembly. Me 
The @isappearance of the Brile ker & Kanis drawings ard other 
material constituted a severe set-back and it is helic red in- 
possible to have the gas turbine ready by the middle of 1°47, 

as originally scheduled, The summer of 1068 has’ keen entione a 
4&5 a possible date for test runs. 
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